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CATALOG  NO.  40 


BRASS  AND  IRON  FITTINGS  •  BRASS  TURNINGS  •  STAMPINGS  •  SPECIALTIES 
FOR  ELECTRICAL  SUPPLY  JOBBERS.  LIGHTING  FIXTURE  AND  LAMP  MANUFACTURERS 


Nearly  a  quarter  of  a  century  of  fair  dealing,  prompt  service,  and  highest  quality 
has  made  the  name  Yorkville  outstanding  for  Lighting  Fixture  and  Lamp  Parts,  and 
Electrical  Specialties. 

,,:w  9*0 

We  carry  large  and  complete  stocks  of  every  item  shown  in  this  catalog.  Our  prices 
are  RIGHT  because  of  large  volume  purchasing  and  superior  manufacturing  sources. 
We  hope  that  this  catalog  may  be  of  assistance  to  you  and  the  means  of  giving  us  the 
opportunity  of  proving  that  Yorkville  can  serve  you  economically  and  efficiently. 


SUGGESTIONS:  Whenever  possible  order  in 
standard  cartons.  This  not  only  facilitates  the 
handling  of  your  order  but  also  gives  you  the 
benefit  of  quantity  prices. 

PROMPT  SERVICE:  Unnecessary  delays  can  be 
avoided  if  your  order  clearly  specifies  OUR 
CATALOGUE  NUMBER,  QUANTITY  and  FIN¬ 
ISHES. 

SHIPMENTS:  Specify  on  your  order  whether 
shipment  is  to  be  made  by  Express  or  Freight. 
Where  no  instructions  are  given  our  Shipping 
Department  will  use  its  best  judgment. 

PACKING:  Our  merchandise  is  packed  very 
carefully  and  should  arrive  in  perfect  condi¬ 
tion.  Any  claims  for  damaged  merchandise 
should  be  taken  up  with  the  transportation 
company,  since  after  delivery  of  merchandise 
to  the  carrier,  our  responsibility  ceases. 


RETURNED  GOODS:  Merchandise  should  not 
be  returned  to  us  unless  permission  in  writing 
has  been  given  by  this  company. 

CLAIMS:  Must  be  made  in  writing  within  5 
days  after  receipt  of  merchandise. 

PRICES:  Under  existing  conditions,  prices  are 
subject  to  change  without  notice.  All  prices 
subject  to  Federal  and  State  Taxes. 

TERMS:  2% — 10  days— Net  30  days— F.  O.  B. 
NEW  YORK  CITY.  Unless  you  are  well  rated, 
satisfactory  trade  references  must  accompany 
the  order  to  open  an  account. 

MINIMUM  CHARGE:  Owing  to  the  cost  of 
handling  and  billing  small  orders,  our  mini¬ 
mum  invoice  is  $2.00,  which  charge  will  be 
made  on  orders  which  net  less  than  that 
amount. 


Copyright  1940  by  Yorkville  Metal  Products  Company 


YORKVILLE  METAL  PRODUCTS  CO. 
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YORKVILLE 


PR  ODUCTS 


^•2322^ 


CONDUIT  REDUCING  BUSHINGS 


REDUCING  WASHERS 

(KNOCK-OUT  TYFE) 


Threaded  and  bushed  inside 
for  securing  conduit  in  out¬ 
let  of  larger  sizes. 


Galvanized  Steel  Washers 
with  stamped  f  lange  to  f  it 
knockout  hole  in  box. 


NO. 

SIZE 

FINISH 

538  - 

54’M  i 

3/8"F 

Brass 

465  - 

JTM  x 

54"  F 

Brass 

466  - 

1  "M  x 

X"F 

or 

467  - 

1  "M  x 

r  f 

Cadmium 

468  - 

1J4’M  x 

!4"F 

Cadmium 

469  - 

lM’M  i 

H"F 

m 

470  - 

1M"M  x 

1  "F 

m 

539  - 

1JCM  x 

!4*F 

540  - 

l;4"M  x 

«*F 

541  - 

1J4"M  x 

1  "F 

542  - 

1M"M  x 

IX’F 

» 

543  - 

2  "M  x 

•A"  F 

m 

544  - 

2  "M  x 

X’F 

m 

545  - 

2  "M  x 

1  "F 

m 

546  - 

2  "M  x 

1'4"F 

m 

547  - 

2  "M  x 

IM'F 

" 

NO.  WIDTH 

HOLE 

806  -  X’ 

X 

•A’ 

807  -  1  ’ 

X 

•A’ 

808  -  1  " 

X 

X" 

809  -  l%n 

X 

•A" 

810  -  1'4" 

X 

X' 

811  -  l'A’ 

X 

l  ’ 

812  -  l'A' 

X 

'A' 

813  -  l'A’ 

X 

X' 

814  -  l'A" 

X 

1  ’ 

815  -  1‘4" 

X 

IX’ 

816—2  " 

X 

'A' 

817  —  2  " 

X 

X" 

818  —  2  " 

X 

1  ’ 

819—2  " 

X 

1  'A' 

NO. 

WIDTH 

HOLE 

820  - 

2  " 

X 

154" 

821  - 

2  'A' 

X 

54“ 

822  - 

2'A’ 

X 

X' 

823  — 

2  'A’ 

X 

1  " 

824  - 

2'A’ 

X 

154" 

825  - 

254" 

X 

15 4" 

826  - 

2!4" 

X 

2  " 

827  - 

3  ’ 

X 

54" 

828  — 

3  " 

X 

X" 

829  - 

3  " 

X 

1  " 

83  0  — 

3  ’ 

X 

1%’ 

831  — 

3  " 

X 

l'A’ 

832  — 

3  ’ 

X 

2  " 

833  — 

3  " 

X 

254’ 

IRON  EXTENSIONS 


3/8"F.  x  3/8'H 

No.  694  -  11/16"  Long 

No.  239  -  1  ’  Long 

No.  240  -  1-3/8"  Long 


CONDUIT  GOOSENECKS 


901  -  1/2"  x  18"  Galvanized 

903  -  1/2"  x  24’ 

905  -  1/2’  x  30" 


FLANGES 

FOR  CONDUIT  GOOSENECKS 


No.  906  -  1/2"  F  Galvanized  Finish 


294-296  BO 


FIXTURE  STUDS 

MALLEABLE  IRON 


NO.  522 


3/8’  M  outside  -  1/8"  F  inside 


KNOCK-OUT  SEALS 


GALVANIZED  STEEL 
SNAP- LOCK 


Snap  in  and  held  by  pushing  and 
tapping  curved  face. Inward  prongs 
maybe  turned  over  inside  to  fas¬ 
ten  seal  permanently. 


NO.  SIZE 

834  - 

835  -  X’ 

836  -  1  ’ 

837  -  1 %’ 

838  -  l'A' 

839  -  2  " 


W  E  R  Y  ,  NEW 


CROW  FEET 


MALLEABLE  IRON 

No.  4  82  -  1/8’  F 
No.  483  -  1/4"  F 
No.  484  -  3/8"  F 


EXTENSION  ENLARGERS 


MALLEABLE  IRON 

No.  1044-1/2"F.  x  3/8’  M. 

No.  1045-1/2"F.  x  1/2"  M. 

No.  104  6-3/4’F.  x  1/2"  M. 


O  R  K  ,  N  .  Y  . 
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YORKVXLLC 


PRODUCTS 


PULL  CORDS 


No.  493  -  Black 
No.  852  -  White 


RRGULAB  SIZE 
6  ft.  Lon? 


Color 

Drab  Brown 


MEDIUM  HEAVY 
Suitable  for  pull  switches 


PULL  CORD  ON  SPOOLS 


1000  ft.  on  spool 
No.  490  -  Black 
No.  851  -  White 


REGULAR 


500  ft.  or  1000  ft.  on  spool 
No.  491  -  Drab-Brown 


M3DIUM  HEAVY 


COMPOSITION  END  BALLS 


For  Heavy  Industrial  Pull-Cords 
/  No.  695  -  Black 


BEADED  CHAIN 

ON  SPOOLS 

MINIATURE  SIZE 

No.  795  -  Brush  Brass 
No.  885  -  Nickel 


4 

For  regular  Pull-Cords 
No.  366  -  Black 


CANDELABRA  SIZE 

No.  369  -  Brush  Brass 
No.  853  -  Nickel 


CHAIN  CONNECTORS 


^ _ *  -  —w. 


STANDARD 


No.  365  -  Brass 
No.  854  -  Nickel 


MINIATURE 

No.  946  -  Brass 
No.  947  -  Nickel 


END  BELLS 

a 

For  Beaded  Chain  or  Pull-Cord 

No.  492  -  Brass 
No.  855  -  Nickel 


CHAIN  INSULATORS 


STANDARD  SIZE 

No.  368  -  Brush  Brass 
No.  850  -  Nickel 


INDUSTRIAL 

PULL-CHAIN  COUPLING 


No.  623 


SPECIAL  HEAVY 

No.  944  -  Brush  Brass 
No.  945  -  Nickel 


For  Heavy  Pull-Cord 

No.  948  -  Brass 
No.  949  -  Nickel 


9  4  -  2  9  6  BO 


NEW  YORK 


N  . 


3 


2 


W  E  R  Y  . 


YORKVILLE 


O  D  U  C  T  S 


FLEXIBLE  ARMS 


STANDARD 

Made  of  Brass  -  Brush  Brass  Finish 
Threaded  Each  End;  1/8"  M  x  1/8"  M 


-i^r«^inWmii«tiiihiiiiiiiiiilifc.g 

STANDARD 

Made  of  Steel-Sprayed  Brass  Finish 
Threaded  Each  End;  1/8'  M  x  1/8"  M 


No.  786  -  9"  Long 

No.  787  -  12"  Long 

No.  788  -  15"  Long 

No.  789  -  18"  Long 


IQ 


JUMBO  FACTORY  SIZE 

Made  of  Brass  -  Brush  Brass  Finish 
Threaded  Each  End;  3/8"  M  x  3/8"  M 


EXTENSION  -  TYPE 


No.  358  -  9"  Long 

No.  359  -  12"  Long 

No.  360  -  15"  Long 

No.  361  -  18*  Long 

No.  362  -  24"  Long 


Ill 

JUMBO  FACTORY  SIZE 
Made  of  Steel  -  Sprayed  Brass  Finish 
Threaded  Each  End;  3/8"  M  x  3/8"  M 


No.  963  -  9"  Long 

No.  954  -  12"  Long 

No.  955  -  15"  Long 

No.  956  -  18"  Long 

No.  957  -  24"  Long 


Nfade  of  Steel-Sprayed  Brass  Finish 

1/8  Male  thread  on  one  end 
and  2%”  Nipple  on  other  end 

No.  95  8  -  15"  Long 
No.  969  -  18"  Long 


No.  696  -  12"  Long 
No.  697  -  16"  Long 
No.  698  -  18"  Long 
No.  95..  -  24"  Long 


BRASS  BUSHINGS 


CLAMP-ON  HOLDERS 


No.  224  -  1/8  M. 


No.  533  -  3/8  M. 


FOR  PORCELAIN  SOCKETS 


SPECIAL 

No.  1066  -  3/8"  M  x  1/2"  Thread  L’gth. 

No.  1067  -  3/8"  Mx  5/8"  Thread  L’gth. 

No.  1068  -  3/8"  M  x  3/4"  Thread  L’gth. 

No.  1069  -  3/8"  Mx  1  "  Thread  L*  gth. 


Made  of  Brass 

No.  289  -  4"  Fitter 
No.  287  -  6"  Fitter 


COMPOSITION  BUSHINGS 


No.  3  63  -  1/8"  M 


No.  364  -  3/8"  M. 


2  94-296  BOWERY.  NEW  YORK.  N.  Y. 


Y  O  R  K  V 


I  L  L  E  rnHiJTTVRTi  PRO 


U  C  T  S 


SHADE  HOLDERS 


WEATHERPROOF 
FOR  PORCELAIN  SOCKETS 
Made  of  Brass 
Heavy  Type-Brass 

No.  296-2#“  Fitter  Brass 
No.  960-2#"  Fitter  Nickel 
No.  297-3#"  Fitter  Brass 
No.  961-3#"  Fitter  Nickel 


SCREW  ON  TYPE 
Made  of  Brass 

No.  292  -  2#"  Fitter 
No.  293  -  3#"  Fitter 


"U"  TYPE 
MADE  OF  STEEL 

Screws  on  Bake  1  ite  or  Brass 
shellsockets.brass  plated. 

No.  800-  2#"  Fitter 


CLAMP  TYPE 

For  Brass  Shell  Sockets 
Heavy  type  -  Made  of  Brass 

No.  444  -  2#"  Fitter 
No.  632  -  3#"  Fitter 


ACNE  SHADE  HOLDER 

For  Brass  She  1 1  Sockets 
Light  type  -  Made  of  Brass 

No.  290  -  2#"  Fitter 
No.  291  -  3#'  Fitter 


SHADE  HOLDER  CONVERTER 


WALL  BRACKET 


SOCKET  COVER 


For  holdinggiass  units-  screws 
into  socket. 


NO.  SIZE 

771  -  4'  Fitter 

772  -  4"  Fitter 

773  -  4’  Fitter 

774  -  6"  Fitter 

775  -  6"  Fitter 

776  -  6’  Fitter 


FINISH 
White  Enamel 
Stat.  Bronze 
Chrome 

White  Enamel 
Stat.  Bronze 
Chr  ome 


MADE  OF  BRASS 

Fastens  on  wall  with  No.  4 
running  thread.  Includes 
No.  4  x  1/8  reducer  fur¬ 
nished  bare. 


SLOTTED 


NO. 

SIZE 

FINISH 

314 

-  2#" 

Brush  Brass 

846 

-  2#" 

Browntone 

964 

-  2#" 

Br  onze 

965 

-  2#" 

Chrome 

315 

-  3#’ 

Brush  Brass 

847 

-  3#" 

Browntone 

966 

-  3#" 

Bronze 

967 

-  3#" 

Chr  one 

316 

-  4  " 

Brush  Brass 

848 

-  4  ’ 

Br  ownt  one 

968 

-  4  " 

Bronze 

969 

-  4  " 

Chr  ome 

BALL  LAMP  ADAPTER 


ADJUSTING  BALLS 


MADE  OF  BRASS 


No. 

765 

No. 

766 

No. 

767 

No. 

768 

No. 

769 

-  Brush  Brass 
(less  Socket  Cover 

-  Brush  Brass 
(with  Socket  Cover 

-  White  Enamel 
(with  Socket  Cover 

-  Browntone 

(with  Socket  Cover 

-  Stat.  Bronze 
(with  Socket  Cover 


NO.  FINISH  NO.  FINISH 

375-Br ownt one  554-White  Enamel 

562-French  Gray  555-Silver 
553-Gilt  962- Ivory 


OWERY.  NEW 


YORKVILLE  PRODUCTS 

_ 


REFLECTORS  WITH  UNO  THREAD 

ALUMINIM  FINISH  INSIDE 


CONE  SHADE 


BELL  SHADE 


PARABOLA  SHADE 


No.  528 
No.  859 
No.  925 
No.  979 


Green  Enamel  Outside 
Sprayed  Brass  Outside 
Battleship  Grey  Outside 
Chrome  Outside 


No.  529  -  Green  Enamel  Outside 
No.  858  -  Sprayed  Brass  Outside 


No.  423  -  Green  Enamel  Outside 
No.  856  -  Sprayed  Brass  Outside 
No.  857  -  Sprayed  Bronze  Outside 
No.  980  -  Chrome  Outside 


Reflector  Swings  Clear - 

for  Relampmj  ,, — 


Fits  Any  Standard 
Brass  Shell  Socket 


1:  i 

u 

ji  ■ 

-6"- 


,..;V 


Tar  T-10  Tubular  Lamp 


TUBULAR  HALF  SHADES 

ALUMINUM  FINISH  INSIDE 


SPRING  GRIP  FITTER 

*No.  978  -  Green  Crystallized 
finish  outside 


No.  415  -  Nickel  Plated  Outside 

No.  530  -  Green  Enamel  Outside  *Note  -  Numbers  978  4  425 

Swing  Clear  For  Re  lamping 


CLAMPS  ON  BRASS  SOCKET 
*No.  425  -  Green  Enamel  Outside 


FOR  BRASS  OR  PORCELAIN  SOCKET 
No.  445  -  Green  Enamel  Outside 


VASE  TOPS 

MADE  OF  BRASS 


TEAKWOOD  BASES 


Finish:  Brush 

brasi 

J  or 

bronze 

NO. 

SIZE 

NO 

SIZE 

HY-  POLISHED  BLACK 

1054  - 
778  - 

1-3/8”  Wide 

1  54  *  * 

335 

336 

354’  Wide 
-  4  ” 

NO. 

SIZE 

NO. 

SIZE 

327  - 

IX  "  * 

337 

-  4!T 

559  - 

3  ’ 

Wide 

566  - 

454*  TVide 

328  - 

2  " 

338 

-  4  Z” 

560  - 

354" 

m 

567  - 

5  " 

329  - 

2M  ”  ’ 

339 

-  454’ 

561  - 

354* 

m 

568  - 

554"  * 

330  - 

2/4  ”  ” 

340 

-  5  ’ 

562  - 

354* 

m 

569  - 

5 

331  - 

2*  ”  ■ 

341 

-  5J<” 

563  - 

4  ’ 

570  - 

554’  ’ 

332  - 

3  * 

342 

-  5*4- 

564  - 

451* 

m 

571  - 

6  "  ’ 

333  - 

3%  ”  * 

343 

-  554’ 

565  - 

454* 

m 

334  - 

354  ’  ” 

344 

-  6  ’ 

2  9  4 

-296 

B 

o 
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YORKVILLE 


mzazEBEa  products 


ALUMINUM  WINDOW  REFLECTORS 


CHROvE  POLISH  FINISH 


ANGLE  TYFE 


STRAIGHT  TYPE 


Used  for  illumination  of  deep 
show  windows. 


Used  for  illumination  of 
shallow  show  windows. 


DIANETER  SIZE  OF  LAMP 


No.  981  -  8" 

No.  982  -  9" 


75—100  Watt 
150 - 200  Watt 


DIAVETER  SIZE  OF  LAMP 


No.  983  -  8"  75 - 100  Watt 

No.  984  -  9’  150—200  Watt 


FLUSH  CEILING  TYFE 


Have  the  special  feature  of  the 
mounting  ring  as  part  of  the  re¬ 
flector,  which  makes  it  desirable 
for  flush  mounting  in  recessed 
ceil  ings. 

DIANETER  SIZE  OF  LAVP 

No.  985  -  8"  75 - 100  Watt 

No.  986  -  9"  150 - 200  Watt 


TIN  CONE  SHADE 


10"  WIDE 


2%’  FITTER 

No.  524-Green  Enamel  Outside — 
White  Inside 


THERAPEUTIC  LAMP  REFLECTOR 


UNO  THREAD 

MADE  OF  ALUMINUM 

No.  531  -  8K"  Wide. 
Finish  -  hy-polished  nickel 


FLAT  TIN  SHADE 


2‘4"  FITTER 

No.  525  -  8"  Wide 

Green  Enamel  Outside-White  Inside 

No.  526  -  10"  Wide 
Green  Enamel  Outside-White  Inside 

No.  527  -  12"  Wide 
Green  Enamel  Outside-White  Inside 


SWIVEL  SPRING  CLAMPS 


DOUBLE  BALL 


Double  Ball  allows  adjustment  to 
any  angle  with  ease.  Clamp  is 
covered  with  rubber. 

No.  700  -  Nickel  Finish 


SINGLE  BALL 

Single  Ball  permits  adjustable 
action.  Clamp  is  covered  with 
r  ubber . 

No.  988  -  Nickel  Finish 


294-296  BOWERY. 


NEW  YORK.  N. 


YORKVILLE  obbb  PRODUCTS 


3/8"  HEAVY  MVLE  3/8"  HEAVY  FEMALE  3/8"  OVAL  M\LE 


No.  473  - 

Brass 

No. 

672  - 

Brass 

No. 

673  - 

Brass 

No.  874  - 

Stat.  Bronze 

No. 

875  - 

Stat.  Bronze 

No. 

995  - 

Stat.  Bronze 

No.  993  - 

Chrome 

No. 

994  - 

Chr  ome 

No. 

996  - 

Chrome 

HEAVY  ROUND 

No.  682  -  1/4"  F  Brass 

No.  683  -  3/8"  F 

No.  684  -  1/2’  F 


MEDIUM  COLONIAL 

No.  796  -  1/8"  F  Brass 
No.  997  -  1/8"  F  Chrome 
No.  797  -  1/4’  F  Brass 
No.  998  -  1/4"  F  Chrome 


WERY,  NEW  Y 


yorkville 


riuJU-HEn 


PRODUCTS 


SCREW  COLLAR 


No. 

No. 

No. 

No. 

No. 

No. 


4  74  -  1/4"  F  Brass 

876  -  1/4"  F  Chrome 

1004  -  1/4"  F  Stat.  Bronze 
674  -  3/8"  F  Brass 

877  _  3/8"  F  Chrome 

1005  -  3/8"  F  Stat.  Bronze 


SMALL  COLONIAL 

No.  999  -1/8’  F  Brass 
No.  1000-1/8"  F  Chrome 
No.  1001-1/4"  F  Brass 
No.  1002-1/4"  F  Chrome 


VT  MALE  LOOP 

No.  1003  -  Brass 

No.  1164  -  Stat.  Bronze 


3/8"  FEMALE 

No.  246-Brass 

No.  880-Stat.  Bronze 


LARGE  ROUND 


No.  676  -  1/8"  F  Brass 
No.  677  -  1/4’  F  " 


NEW  YORK 


N 


Y  . 


294-296  BOWERY. 


YORKVILLE 


MEWL  PHDDUCTS 


PRODUCTS 


FIXTURE  CHAIN 

MADE  OF  STEEL 


No. 

301 

- 

Br  us  h  Brass 

No. 

924 

- 

Gilt 

No. 

302 

- 

Stat,  Bronze 

No. 

457 

_ 

Nickel 

No. 

3  03 

- 

Br  own t  one 

No. 

458 

- 

Chr  ome 

CONCEALED 

For  comnercial  and  residential 
fixtures.  Conceals  wires. 

No.  666  -  Cadmium 
No.  667  -  Stat.  Bronze 


No.  1008  -  Brush  Brass 
No.  1009  -  Stat.  Bronze 


1*  OVAL 

No.  721  -  Gilt 
No.  722  -  Chrome 


HEAVY  DOME 

Length  of  Link  -  2'4’ 
Thickness  of  Link  -  1/4' 

No.  1010  -  Brush  Brass 
No.  1011  -  Stat.  Bronze 


NEW  FLEXIBLE  SOCKET 

Listed  by  Underwriter's  Laboratories 
STANDARD  EDISON  BASE 

To  be  used  with  any  new  Style  Re¬ 
flector  Bulbs  to  adjust  to  any 
angle.  Greater  ad j ustment  t han  any 
other  socket  on  market. 

Special  Feature:  -  No  tightening 
of  screws  or  wing  nuts  necessary 
to  adjust  to  required  angle.  Made 
of  White  Glazed  Porcelain,  all 
metal  parts  heavily  Nickel  Plated. 


No.  1165 


NEW  SPOT  HOLDER 


STAND  IT  UP  -  HANG  IT  UP 


Adjustable  to  pract  ical  ly  any  posi¬ 
tion  which  will  be  maintained.  No 
screws  totightenafter  adjustment. 
Cast  base  is  5"  long,  3"  wide  and 
l/2"  high.  Finished  in  black  spray¬ 
ed  crackled  finish.  Complete  with 
six  feet  approved  rubber  wire  and 
rubber  attachment  plug  cap.  Two 
holes  in  base  for  hanging  up.  Heavy 
base  prevents  tipping  over. 


No.  1166 


2  9  4  -2 


BOWERY.  NEW  YORK.  N  . 


um 


YORKVILLE  ejamiirwH  PRO 


U  C  T  S 


PENDANT  STEMS  IN  ASSORTED  LENGTHS 


For  5/8  Slip  Canopies  Threaded  on  Both  Ends  3/8"  M  x  3/8"  M 


No.  1014  - 

6" 

long 

Brush  Brass 

No. 

1019  - 

12 

No.  1015  - 

6" 

long 

Chr  ome 

No. 

1020  - 

15 

No.  1016  - 

9" 

long 

Brush  Brass 

No. 

1021  - 

15 

No.  1017  - 

9’ 

long 

Chr  ome 

No. 

1022  - 

18 

No.  1018  - 

12’ 

long 

Brush  Brass 

No. 

1023  - 

18 

No. 

1024  - 

24 

long  Chrome 

No.  1025  - 

24* 

long 

Chr  ome 

long  Brush  Brass 

No.  1026  - 

30" 

long 

Brush  Brass 

long  Chrome 

No.  1027  - 

30’ 

long 

Chr  ome 

long  Brush  Brass 

No.  1028  - 

36" 

long 

Brush  Bras 8 

long  Chrome 

No.  1029  - 

36’ 

long 

Chrome 

long  Brush  Brass 


BLIND  PENDANT  STEMS 


3/8"  F  on  top  for  3/4" 


SWINGING  LOOP  TYFE 

No.  299  -  6"  overall  Brush  Brass 
No.  882  -  6"  overall  Stat.  Bronze 
No.  883  -  6"  overall  Pewter 
No.  1012-  6"  overall  Chrome 
No.  725  -  7’  overall  Brush  Brass 


Slip  Canopies 


CAST  LOOP  ON  THREADED  STEM  TYPE 

No.  298  -  Brush  Brass  6’  overall 
No.  884  -  Stat.  Bronze  6"  overall 
No.  1013-  Chrome  6"  overall 


REGULAR 

No.  427  -  Length  5"-Brush  Brass 


OPEN  CLUSTER  STEMS 


For  5/8  Slip  Canopies. 

Threaded  Both  Ends. 

3/8"  M  x  3/8"  M  SLOTTED 

No.  428  -  Length  5"-  Brush  Brass 


SMALL  TYPE 

No.  777  -  Brass  Finis 
1/4"  F.  x  1/4"  F. 
No,  1006-Chrome  Finis 
1/4"  F.  x  1/4"  F. 


h 

h 


REGULAR  TYPE 
Brass  Finish 


NO.  TOP  BOTTCM  CHECK 


4  75  -  1/4"  F.  x  1/4"  F. 

678  -  3/8"  F.  x  1/4"  F. 

681  -  1/4"  F.  x  1/8"  F. 

1130  -  1/4”  F.  x  1/8"  F. 

680  -  1/4’  F.  x  3/8’  F. 

679  -  3/8’  F.  x  3/8"  F. 


x  3/4 
x  3/4 
x  3/4 

x  no  check 
x  no  check 
x  no  check 


Chrome  Finish 

NO.  TOP  BOTTOM  CHECK 


HEAVY  TYPE 
Brass  Finish 

NO.  TOP  BOTTCM  CHECK 

922  -  3/8"  F.  x  3/8"  F.  x  7/8 
1167  -  3/8"  F.  x  1/2"  F.  x  no  check 


881  -  1/4’  F.  x  1/4*  F.  x  3/4 
1030  -  3/8"  F.  x  3/8’  F.  x  no  check 


2 

9  4 

-2  9  6  B 

O 

WERV,  NEW  Y 

11 

_ 


CLUSTERS 


2  LITE  CLUSTER 
WITH  ADJUSTABLE  SOCKETS 


No.  692 
No.  1034 


Brass 

Chrome 


3  LITE  CANDLE 


ADJUSTABLE 


■S"  TYPE  -  2  LITE 


ADJUSTABLE 


Length  9^". 

Can  be  adjust¬ 
ed  to  12%\ 
Spread-  7" 

No.  317-Brass 

No.  894-Stat. Bronze 


Length  15". 
Can  be  adjust¬ 
ed  to  1834". 
Spread-  8" 
Furnished  with 
cups  and  candles. 


No.  323  -  Brass 


DCME  CLUSTERS 

No.  318  -  2  Lite  Brass 
No.  319  -  3  Lite  Brass 


CLUSTER  HEAD 
WITH  ADJUSTABLE  SOCKETS 

No.  1032  -  2  Light-Brush  Brass 
1/4’  Body  Thread 


2  LITE 


PORTABLE 


0 


Cap  screws  on  threaded  body 
stem  can  be  unscrewed. 

No.  321  -  Brass 

No.  1035  -  Stat.  Bronze 


CLUSTER  HEAD 

No.  1031  -  2  Light-Brush  Brass 
1/4’  F  Body  Thread 

*  * 

V 


2  LITE 


ADJUSTABLE 


( 


PORTABLE 

Capscrews  on  t hreaded  body. 
Nipples  are  non- ad  j  us  tab  le 
extends  additional  4". 

No.  322-Brass  No.  895-Stat.  Bronze 


EXTENSION  WITH  ROD 

No.  1033-8"  x  1/8  I.  P. 
with  5"extension  Rod.  Brass  Finish 


12 
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FLANGES 


SMVLL 


1#’  Wide  i  7/16*  Deep 

No.  236  -  1/8’  Male 
No.  558  -  1/8"  Female 


LARGE 

2-1/16’  Wide  i  5/8’  Deep 

No.  236  -  1/8"  Male 
No.  657  -  1/8’  Female 


OIL  LAMP  ADAPTERS 


No.  687  -  7/8’  Brass 
No.  1055-  7/8"  Nickel 


No.  686  -  1%"  Brass 
No.  1056-  1JT  Nickel 


No.  685  -  1-7/8"  Brass 
No.  1057-  1-7/8’  Nickel 


BRIDGE  SHADE  ADAPTER 


Converts  Bridge  Lamp  Shades 
to  Upright  Lamp  Shades 

No.  669-Brass 

WIRE  SHADE  ADAPTER 


No.  1168 
4/27  M  Thread 


SHADE  ADAPTER 

A 


No.  462-Brass 


CANDLE  STICK  ADAPTER 


No.  688  -  Brass 
No.  896  -  Nickel 


OIL  LAMP  CONVERTER 


No.  690  -  7/8"  Brass 
No.  691  -  1  %'  Brass 


UNO  SHADE  CONVERTER 


Converts  Bridge  Lamp  Shade 
to  Table  Lamp  Shade 


NEW 


No.  689  -  Brass 


YORK. 


W  E  R  Y  . 


YORKVILLE 


PRODUCTS 


9 


SCREW- ON 

No.  324-Brush  Brass 

With  Threaded  Collar  to 
Screw  On  Brass  Socket. 
Fur  nis  hed  wit  h  Met  a  1  Top 
and  Knob. 


HARPS 


SCREW  ON  UNO  THREAD 

No.  326-Brush  Brass 

With  Threaded  Collar 
to  Screw  On  Brass  Socket. 


No.  325-Brush  Brass  or 
Stat.  Bronze 

Can  be  adjusted  to  fit  different 
sizes  of  bulbs.  Clamps  on  Brass 
Socket. 


SWIVEL  TOP  SNAP  ON 
No.  1036  -  Brush  Brass 


SHADE  REST  BUSHING 


No.  1043  -  1/8"  M.  x  4/27"  F. 


TURNED  KNOBS 


No.  278  -  4/27"  F.  Brass 
No.  1051  -  4/27"  F.  Nickel 


Nickel  or  Brass  Plated 

No.  1037  -  6" 

No.  1038  -  7" 

No.  1039  -  8" 


REGULAR 

Nickel  or  Brass  Plated 

No.  459  -  6" 

No.  460  -  7" 

No.  461  -  8" 

Slips  over  1/8"  Pipe 


SNAP- ON 

No.  668-Brush  Brass 

With  collar  to  snap 
on  Brass  Socket. 


SWIVEL  TOP  SCREW  ON  UNO  THREAD 
No.  1040  Brush  Brass 


YORKVILLE  ™mb  PRODUCTS 


LAMP  SWIVELS 


ADJUSTABLE  TURNED  BRASS 

No.  230  -  1/8"  M  x  1/8'  F 
No.  670  -  1/8"  M  x  7/16"  F 


ADJUSTABLE  STAMPED  BRASS 
No.  284  -  1/8"  F  x  1/8*  F 


SWING  TYPE 

STAMPED  -  BRASS  PLATED 
No.  464  -  1/8"  M 


LARGE  BALL  ADJUSTABLE 
TURNED  BRASS 

No.  1047  -  1/8*  M  x  l/8*  F 


FINIALS 

TURNED  BRASS 


DOTTED  FINIAL 


254"  Long 
No.  104  9  - 
1/8"  F  Brass 
No.  1050  - 
1/8"  F  Nickel 


1-9/32"  Long 
No.  1041  - 

4/27"  F  Brass 
No.  1042  - 
1/8’  F  Brass 


BALL  JOINT  ADJUSTABLE 
Stamped  Brass 
No.  463  -  1/8"  M  x  1/8"  M 

Threaded  each  end.  Can  be 
ad  justed  to  a  90°  position. 


2  1/8"  Long 
NO.  THREAD  FINISH 

503  -  4/27"F  Brass 

578  -  4/27’F  Nickel 

504  -  l/8"F  Brass 

579  -  1/8’F  Nickel 


1%'  Long 

NO.  THREAD  FINISH 

505  -  4/27"F  Brass 

580  -  4/27"F  Nickel 

506  -  l/8"F  Brass 

681  -  1/8‘F  Nickel 


1  1/8’  Long  -  Mode  rne 


No.  1052  -  1/8’F  Brass 
No.  1053  -  1/8"F  Nickel 


SPECIAL  LARGE  ADJUSTABLE 
TURNED  BRASS 

No.  1048  -  1/4"  M  x  1/4’  F 


ADJUSTABLE  RATCHET  JOINT 
Cast  Brass 

No.  794  -  1/8"  F  x  1/8"  F 


W  E  R  Y  , 


6-WAY 


NU-TYPE 


*6-WAY  \ 

All  6-way  Converters  full 
New  Code  Underwriter  la 
Parallel  Wire  and  3-way  N 
lor  100-200-300  Watt  lamp 
arately  controlled  by  3-w 


These  converters  vn 
floor,  table,  bridge, 
to  a  six  or  three  wc 
by  unscrewing  the  old  < 
with  proper  Yorkville  I 


SPECIAL 


6-WAY 


SPECIAL 


No.  932 — Finish:  Plated  Rogers  Gold 
No.  933 —  “  Plated  Bank  Bronze 

Height  8".  Spread  8*/4".  Made  of  Heavy 
Gauge  Metal.  Holder  has  attractive  leaf 
embossing  on  bottom  and  is  screwed  on 
to  round  ball  two-piece  body;  arms  have 
cast  ornaments  and  cast  cups.  Furnished 
with  3”  plain  cream  candles.  'WIRED  AS 
PER  DESCRIPTION. 


NU-TYPE 

No.  1144 — Finish:  Plated  Bronze 

Arms  and  cups  are  of  cast  metal  in  at¬ 
tractive  design.  Holder  is  made  of  heavy 
stamped  metal.  Furnished  with  3"  Plain 
Ivory  Candles  'WIRED  AS  PER  DESCRIP¬ 
TION. 

• 

STANDARD 

No.  931 — Finish:  Plated  Bank  Bronze  with 
Polished  Gold  Candle  Cups 

Height  8".  Spread  B'k" .  Made  of  Heavy 
Gauge  Metal.  Sturdily  constructed.  Fur¬ 
nished  with  3"  plain  cream  candles. 
'WIRED  AS  PER  DESCRIPTION. 

• 

DELUXE 

(Holder,  body  and  arms  finished  in  Bank  Bronze 
Castings  in  Rogers  Gold) 

No.  934 — Finish:  Plated  Bank  Bronze  and  Rogers  Gold 

Height  9 V4  ,  Spread  8!/4".  Made  of  Heavy  Gauge 
Metal.  Holder  has  attractive  Leaf  Embossing  on  body 
which  is  held  securely  on  designed  trumpet  body  by 
screw.  Elaborate  heavy  cast  ornaments  on  brass  "C" 
arms.  Heavy  cast  designed  cups.  Furnished  with  4" 
seamless  antique  ivory  drip  candles.  'WIRED  AS  PER 
DESCRIPTION. 


MING 

II)  rired  with  13  feet  of 
ol  ed  Rubber  Covered 
II  ul  Turn  Knob  Socket 
p  indie  lights  are  sep- 
»  turn  pin  switch. 


ster  and  replacing 


I  5.  Type  Converter 


*  modernize  any 
ltd  student  lamp 
o  lamp  merely 


CAST  TORCHIER  CONVERTER 


STAMPED  BRASS 
TORCHIER  CONVERTER 


3-WAY 


CAST  TORCHIER  CONVERTER 

For  100-200-300  Watt  Lamps  to 
Modernize  Lamps  Into  Modern  Torchiers 


2V4”  CONVERTER 

For  40-60-100  Watt  Lamp 
To  Modernize  Table  Lamps 


3”  CONVERTER 


No.  1141 — Finish:  Plated  Bank  Bronze 
No.  1142 —  "  Plated  Rogers  Gold 

No.  1143—  "  Eggshell  <£  Gold 

Made  of  Cast  Unbreakable  Metal  with 
beautiful  embossed  design.  Perforated 
holder  where  glass  sets  in  permits  light 
to  seep  through.  Fully  wired  with  13  feet 
of  New  Code  Underwriter  labeled  Rubber 
Covered  Parallel  Wire  and  3  way  Turn 
Knob  Mogul  Socket.  Furnished  with 
Turned  Neck  for  V4”  Pipe. 


STAMPED  BRASS 
TORCHIER  CONVERTER 

For  100-200-300  Watt  Lamps  to 
Modernize  Lamps  Into  Modern  Torchiers 

No.  939 — Finish:  Bank  Bronze  bottom.  Pol¬ 
ished  Gold  Top 

No.  940— Finish:  Eggshell  bottom.  Pol¬ 
ished  Gold  Top 

No.  941 — Finish:  Pearl  bottom.  Polished 


No.  935 — Finish:  Plated  Rogers  Gold 
No.  93G —  "  Plated  Bank  Bronze 

Fully  wired  with  1 1  feet  of  New  Code  Un¬ 
derwriter  labeled  Rubber  Covered  Paral¬ 
lel  Wire,  and  3  way  Turn  Knob  Edison 
Base  Socket.  Furnished  with  Turned  Neck 
to  take  V4 "  pipe,  also  fitting  to  reduce  to 
W  Pipe. 


21/4”  ARM  CONVERTER 

For  40-60-100  Watt  Lamps 
To  Modernize  Student  or  Bridge  Lamps 
No.  929 — Finish:  Plated  Rogers  Gold 
No.  930 —  “  Plated  Bank  Bronze 

Arm  has  heavy  cast  one  piece  end  orna¬ 
ment  with  square  body  and  large  4" 
Finial.  Fully  wired  with  13  feet  of  New 
Code  Underwriter  labeled  Rubber  Cov¬ 
ered  Parallel  Wire,  and  3  way  Turn  Knob 
Edison  Base  Socket. 


3-WAY 


2V4"  CONVERTER 


3-WAY 


Gold  Top 

No.  942 — Finish:  Ivory  bottom.  Polished 
Gold  Top 


21/4"  arm  CONVERTER 


Perforated  holder  where  glass  sets  in  per¬ 
mits  light  to  seep  through.  Fully  wired 
with  13  feet  of  New  Code  Underwriter 
labeled  Rubber  Covered  Parallel  Wire 
and  3  way  Turn  Knob  Mogul  Socket.  Fur¬ 
nished  with  Turned  Neck  for  V4  Pipe. 


3"  CONVERTER 

For  100-200-300  Watt  Lamp 
To  Modernize  Floor  or  Bridge  Lamps 
No.  937 — Finish:  Plated  Rogers  Gold 
No.  938 —  ”  Plated  Bank  Bronze 

Holder  has  beautiful  Leaf  Embossing  on  bottom.  Fully 
wired  with  13  feet  of  New  Code  Underwriter  labeled 
Rubber  Covered  Parallel  Wire  and  3  way  Turn  Knob 
Mogul  Socket.  Furnished  with  Turned  Neck  for  l/4  pipe. 


— 


YORKVILLE 


PRODUCTS 


NO.  1146 


TORCHIER  REFLECTORS 


(Pictured  to  left) 


No.  1140  -  16’  REFLECTOR 

FINISH  -  Light  Tan  Irridescent 
Outside-Opal  on  Inside 


No.  1146  -  14-3/8"  REFLECTOR 
FINISH- Nu-Go Id  Outside-Opal  on  Inside 


No.  1147  -  14-3/8’  REFLECTOR 
Finished  in  Plain  Ivory 


TORCHIER  HOLDERS 


CAST  unbreakable  vetal 

No.  1161  -  Plated  Bank  Bronze 
No.  1152  -  Plated  Rogers  Gold 
No.  1153  -  Egg  Shell  4  Gold 


NO.  1151 


STAMPED  BRASS 


No.  1154 
No.  1165 
No.  1156 


-  Plated  Bank  Bronze  I  Gold 

-  Egg  Shell  4  Gold 

-  Ivory  4  Gold 


STEEL 

No.  1148  -  Plated  Bank  Bronze 
No.  1149  -  Plated  Rogers  Gold 
No.  1150  -  Egg  Shell 
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METAL  PRODUCTS 


PLASTIC  REFLECTORS 

(Pictured  at  right) 


No.  1159  -  9  3/8*  x  2  5/8*  I.E.S.  Type-Plastic  Reflectors 
for  50-100  -  150  Watt  Bulb  (in  accordance  with  I.E.S.  specif  icat  ions) 


No.  1157  -  6*  x  2J4”  Fitter  Molded  Plastic  Reflectors 
for  40-60-100  Watt  Bulb 


No.  1158  -  8"  x  2%m  I.E.S.  Type  Plastic  Reflectors 
for  40-60-100  Watt  Bulb  (in  accordance  with  I.E.S.  specifications 


GLASS  I.E.S.  TYPE  SHADES 


BLOWN  OPAL 


No.  1160  -8  x  2<4*  fitter 
for  40-60-100  Watt  Bulb 


No.  1161  -  10*  x  2K*  fitter 
for  100-200-300 Watt  Bulb 


PRESSED  OPAL 


No.  1162  -  8*  x  2>4  fitter 
for  40-60-100  Watt  Bulb 


No.  1163  -  10’  x  254’  fitter 
for  100- 2 00- 3 00 Watt  Bulb 


HU 


I.E.S.  SOCKET  COVERS 

dfe 

W 

2%"  -  FITTER 

No.  802-Plated  Rogers  Gold 
No.  803-Plated  Bank  Bronze 


3*  -  FITTER 


NO.  1162 


NO 


1159 


NO.  1157 


NO.  1158 


2  9  4  *  2  9  6 


No. 

No. 


804- Plated  Rogers  Gold 

805- Plated  Bank  Bronze 


OWERY,  NEW  YORK,  N.  Y. 


YORK 


^£033^ 

v  I  L  L  E  Iwiiimn  PROD 


BALL  TOP 

No.  950  -  1/8"  F.  Brass 


TURNED  KNOBS 


PYRAMID 

No.  951  -  1/8"  F.  Brass 


PLAIN 

No.  277  -  1/8’  F.  Brass 


U  C  T  S 


MUSHROOM 

No.  1062  -  1/8’  F.  Brass 


PLAIN 

No.  278  -  4/27"  F  Brass 
No.  1051  -  4/27’  F  Nickel 


ACORN 

No.  584  -  1/8"  F.  Brass 


BALL  KNURLED 

No.  583  -  1/8"  F  No.  1065  -  8/32"  F.  Brass 


BRACKET  CAPS 


No.  262  -  4/27"  F.  Brass 
No.  1061  -  4/27"  F.  Chrome 


No.  899  -  4/27"  F.  Brass 
No.  1060  -  4/27"  F.  Chrome 


No.  217  -  1/8"  F.  Brass 
No.  572  -  1/8"  F.  Chroma 
Ho.  573  -  1/8"  F  Ivory 
No.  574  -  1/8"  F.  White 
No.  575  -  1/8"  F,  Bronze 


FLAT  KNURLED 

No.  1063  -  1/8’  F.  Brass 
No.  1064  -  1/8"  F.  Chrome 


THREADED  CAPS 


OPEN 

No.  222  -  3/8’  F.  x  1/8’  F. 

No.  471  -  3/8"  F.  x  8/32’  F. 

No.  472  -  3/8"  F.  x  4/27"  F. 


No.  260  -  3/8"  F.  x  1/8"  F. 


DROP  CORD  BUSHING 


OPEN 

Mo.  261  -  3/8*  F.  with  Bushed  hole 

BRASS  GAS  CAP 


BLIND 


No.  227  -  3/8"  F. 


HEXAGON  CAP 

No.  494  -  8/32"  F.  Brass 
No.  849  -  8/32"  F.  Nickel 
No.  1058  -  6/32"  F.  Brass 
No.  1059-  6/32’  F.  Nickel 


BALL  ORNAMENT 


No.  535  -  6/32’  F. 
No.  53  6  -  8/32*  F. 


CAST  BRASS  BUTTON 


No.  218  -  1/8’  F. 


BRACKET  END 


No.  221  -  3/8"  F.  x  1/8’  F. 
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PRODUCTS 


NOZZLES 


STRAIGHT 


BEADED 


SQUARE 


SPECIAL 


No.  211  -  1/8"  F.  x  1/8"  M 


No.  212  -  1/8"  F  x  1/8"  M 
No.  1075  -  7/16"  F  x  1/8"  M 


No.  586  -  1/8  "  F  x  1/8"  M 
No.  1076-  5/16"  F  x  1/8"  M 


No.  5  88  -  5/16"  F  x  1/8"  M 
No.  589  -  1/8  "  F  x  1/8"  M 


CUT 

214  -  3/8’  F.  x  1/8"  ML 


1/8"  M 


OPEN  -  No.  216 
3/8”  F.  x  3/8"  M.  x  1/8"  F. 


LIGHTWEIGHT- OPEN 
No.  1077  -  1/2"  F.  x  3/8"  M. 


ANGLE 
90  Degree 

No.  209  -  1/8"  F  x  1/8"  M 


ANGLE 
45  Degree 

No.  210  -  1/8*  F  x  1/8"  M 


BLIND  -  No.  585 
With  four  different  threadings 
3/8"  F.  x  3/8"  M  x  1/4"  F.  x  1/8"  F. 


BLIND 

No.  226  -  3/8’  F  x  3/8’  M  x  1/8"  F 


BLIND 

No.  215  -  1/2’  F  x  3/8’  M  x  1/8’  F 


M.  No. 


EXTRA  HEAVY- OPEN  CANDLE 

No.  255  -  1/2"  F.  x  3/8"  M.  No.  252  -  1/8"  M  x 


BARREL 

No  537  -  8/32’  Brass 
No.  873  -  8/32’  Nickel 


KNURLED 

No.  1080  -  8/32"  F 


SPECIAL 

No.  577  -  1/8"  F  x  1/8"  F 


REGULAR 

No.  205  -  1/8’  F  x  1/8"  F 


PLAIN 

No.  576  -  1/8’  F  x  1/8"  F 


REGULAR 

No.  206  -  1/4"  F  x  1/8"  F 
No  207  -  1/4"  F  x  1/4"  F 


PLAIN 

No.  770  -  3/8’  F  x  3/8"  F 


REGULAR 


No.  208  -  3/8”  F  x  3/8"  F 
No.  1073  -  3/8"  F  x  1/4"  F 
No.  1074  -  3/8"  F  x  1/8’  F 


-296  BOWERY,  NEW  YORK, 


21 


YORKVILLE  tumumt  PRODUCTS 


REDUCING  BUSHINGS 


No.  203  -  1/8’  F  x  3/8"  M  No.  204  -  3/8’  F  x  1/2"  M 

No.  202  -  1/4"  F  x  3/8"  M 


SHOULDER  NIPPLE 


FLANGE  NIPPLE 


No.  253  -  1/8"  M 


No.  223  -  1/8’  x  1/2"  Long 
No.  534  -  1/8"  x  3/4"  Long 


RIVETING  NIPPLE 


TURNED  NECK 


No.  1072  -  1/8"  M 


No.  798  -  1/4"  F.  x  1/8"  F.  Brass 

No.  1078  -  1/4"  F.  x  1/8’  F.  Bronze 

No.  799  -  1/4"  F.  x  l/4"  F.  Brass 

No.  1079  -  1/4"  F.  x  1/4’  F.  Bronze 


For  punching  holes  in  cano¬ 
pies  or  plates.  Principle 
on  which  it  is  constructed 
is  responsible  for  its  great 
powei.  It  has  a  capacity  of 
1/4"  holes  in  14  gauge  metal, 
3/8"  holes  in  16’gaug**,  17/32’ 
holes  in  18’  gauge  or  equ iv- 
alent.  Punches  and  dies  are 
quickly  and  easily  changed. 


Unusually  large  throat,  3  1/2" 
deep  to  center  of  punch  and 
2  1/8"  high  and  the  large  range 
of  punches  and  dies  it  accom¬ 
modates  (from  3/32"  to  17/32") 
suitable  for  a  wide  variety 
of  flat  and  formed  work.  Frame 
and  handle  are  steel  forgings 
and  all  moving  parts  are  of 
tool  steel  individually  hard¬ 
ened  and  tempered. ^  Complete 
with  gauge  stripper  and  one 
punch,  and  die. 


yorkville 


PRODUCTS 


EYELET  BUSHINGS 

For  Socket  Covers  and  Holders 


REGULAR  OVERSIZE 

No.  513  -  6/32“  Brass  No.  1081  -  8/32“  Brass 

No.  514  -  8/32“  Brass 


TASSELS 


STIFF 

No.  279  -  1/8“  F 


SWINGING 
No.  241  -  1/8“  F 


ARM  BACKS 


ELBOW 
No.  587 

1/8’  F  x  1/8’  F 


TEE 

No.  225 


1/8“  F  x  1/8’  F  x  1/8"  F 


TASSEL  TOPS 

MADE  OF  BRASS 


SPLIT 

No.  219  -  1/8’  F 


CLOSED 

No.  1007  -  1/8"  F 


STAMPED  STARS 

MADE  OF  BRASS 


No  516  -  1’  Wide 

No.  1127-  1"  Wide  with  hole 


SHANK  NAILS 


FOR  STARS 


No.  1128  -  9/16“  Long 


BOWL  HOOK 


No.  282  -  Brass 


CHAIN  PLIERS 


No.  367 


FRENCH  HOOK 


No.  242  -  3/8"  F  Thread 


294-296  BOWERY, 
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IRON  ALL  THREAD  NIPPLES  IRON  BOTTOM  WIRES 


NO. 

THREAD 

LENGTH 

1106  - 

1/4 

X 

5/8” 

410  - 

1/4 

X 

3/4" 

411  - 

1/4 

X 

1  " 

605  - 

1/4 

X 

1M" 

606  - 

1/4 

X 

IK* 

607  - 

1/4 

X 

IX’ 

608  - 

1/4 

X 

2  " 

1107  - 

i/4 

X 

2;r 

1108  - 

1/4 

X 

2X" 

1109  - 

1/4 

X 

3  “ 

4/2  7” 

ALL 

THREAD 

No. 

5  92 

1/2”  Length 

No. 

5  93 

— 

5/8" 

N  o . 

5  94 

- 

3/4  " 

No. 

5  95 

- 

1  ” 

No. 

5  96 

- 

IX’ 

No. 

5  97 

• 

1)4" 

No. 

5  98 

- 

IX" 

No. 

5  99 

— 

2  ’ 

No. 

600 

- 

2  X  ’ 

No. 

601 

- 

2  X" 

No. 

109  8 

- 

2  X  " 

No. 

602 

- 

3  " 

N  o . 

1099 

- 

»X" 

No. 

603 

- 

3  X  ' 

No. 

604 

- 

4  ” 

No. 

887 

- 

4  X' 

No. 

888 

- 

4  X  ’ 

No. 

889 

- 

4  X  ’ 

No. 

8  90 

- 

5  " 

3/8"  I.  P. 


NO. 

THREAD 

LENGTH 

1110  - 

3/8 

X 

5/8” 

412  - 

3/8 

X 

3/4" 

413  - 

3/8 

X 

1  " 

1111  - 

3/8 

X 

IX' 

60  9  - 

3/8 

X 

IX’ 

426  - 

3/8 

X 

2  ” 

610  - 

3/8 

X 

2X" 

1112  - 

3/8 

X 

3  " 

1113  - 

3/8 

X 

3X’ 

8/32" 

ALL 

THREAD 

No. 

1100 

1/2"  Length 

No. 

1101 

5/8" 

No. 

1102 

- 

3/4" 

No. 

1103 

- 

1  " 

No. 

1104 

- 

IX' 

No. 

1  1  05 

- 

IX" 

1/2“  I.  P. 


NO. 

THREAD 

LENGTH 

6  1  1 

1/2 

X 

1  " 

612 

1/2 

X 

IX’ 

613 

1/2 

X 

2 

614 

1/2 

X 

2'/” 

Y  O 


K  V  I  L  L  E  PRODUCTS 


STEEL  NIPPLES— BRASS  PLATED 


No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 


1089 

1090 

1091 

1092 

1093 

1094 

1095 

1096 
1  097 


1 14" 

1  H’ 

2  " 

2JT 

2  14" 
2X’ 

3  " 

3M" 

4  " 


BRASS  NIPPLES 


1/8*  ALL  THREAD 


IRON 

ALL  THREAD 

IN 

1/8" 

ALL 

THREAD 

No. 

4  05 

1  /  8 

3  /  8  ’  Le  n  g  t  h 

No. 

4  0  6  - 

1/4 

No. 

1082 

- 

No. 

4  07 

3/8 

No. 

1083 

- 

1/2" 

No. 

4  08  - 

1/2 

No. 

1084 

- 

6/8" 

No. 

4  79 

3/4 

No. 

1085 

- 

3/4  " 

No. 

8  86  - 

1 

No. 

108  6 

- 

7/8" 

No. 

1114  - 

1  'A 

No. 

1087 

- 

1  " 

No. 

1115  - 

U4 

No. 

1088 

lie 

No. 

1116  - 

2 

No. 

24  9 

- 

3/8 

No. 

2  63 

- 

1/2 

No. 

2  64 

- 

5/8 

No. 

2  65 

- 

3/4 

No. 

4  78 

- 

7/8 

No. 

2  66 

- 

1 

No. 

2  67 

- 

1M 

No. 

268 

- 

U4 

No. 

269 

- 

1* 

No. 

270 

- 

2 

No. 

2  71 

- 

2* 

No. 

272 

- 

2 14 

No. 

273 

- 

2  H 

No. 

274 

- 

3 

No. 

275 

- 

314 

No. 

5  90 

- 

4 

Le  ngt h 


IRON  AND  BRASS  RUNNING 
THREAD  IN  LENGTHS 


BRASS  ALL  THREAD 

No.  276  -  1/8"  -  3  ft.  Lengths 
No.  476  -  1/4*  -  2  ' 

No.  477  -  3/8*  -  2  ’ 


IRON  4/27*  ALL  THREAD 
No.  409  -  2  ft.  Lengths 

BRASS  4/27’  ALL  THREAD 
No.  591  -  2  ft.  Lengths 


trnmmmngimnBmTO 

IRON  8/32"  ALL  THREAD 
No.  616  -  1  ft.  Lengths 
BRASS  8/32*  ALL  THREAD 
No.  615  -  1  ft.  Lengths 


IIHimiMOMIM'MIllltMtM 


IRON  6/32"  ALL  THREAD 

No.  897  -  1  ft.  Lengths 

BRASS  6/32*  ALL  THREAD 
No.  898  -  1  ft.  Lengths 
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NEW 
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FLAT  STEEL  CHECK  RINGS 


NICKEL  PLATED 


NO. 
72  9 

SEATING 

1/2" 

X 

SLIP 

1/8" 

I 

P 

73  1 

_ 

6/8" 

X 

1/8" 

I 

P 

733 

_ 

5/8" 

X 

1/4  " 

I 

P 

712 

_ 

3/4" 

X 

1/8" 

I 

P 

714 

3/4  " 

X 

1/4  - 

I 

P 

735 

_ 

7/8* 

X 

1/8- 

I 

P 

737 

_ 

7/8" 

X 

1/4" 

I 

P 

73  9 

_ 

1- 

X 

1/8" 

I 

P 

741 

1- 

X 

1/4" 

I 

P 

743 

1-1/8" 

X 

1/8" 

I 

P 

745 

1-1/8* 

X 

1/4’ 

I 

P 

747 

_ 

1-1/4* 

X 

1/8" 

I 

P 

74  9 

_ 

1-1/4" 

X 

1/4" 

I 

P 

75  1 

_ 

1-3/8" 

X 

1/8" 

I 

P 

753 

_ 

1-3/8" 

X 

1  /4  " 

I 

P 

755 

- 

1-1/2" 

X 

1/8* 

I 

P 

75  7 

- 

1- 1 /2  " 

X 

1/4" 

I 

P 

BRASS  PLATED 


NO. 

72  8 

SEATING 
l/2  " 

X 

SLIP 

1/8" 

I 

P 

730 

5/8" 

X 

1/8" 

I 

P 

732 

6/8" 

X 

1/4  " 

I 

P 

711 

_ 

3/4" 

X 

1/8" 

I 

P 

713 

3/4  " 

X 

1/4" 

I 

P 

734 

_ 

7/8" 

X 

1/8" 

I 

P 

73  6 

_ 

7/8* 

X 

1/4" 

I 

P 

73  8 

1- 

X 

1/8" 

I 

P 

74  0 

_ 

1- 

X 

1/4" 

I 

P 

74  2 

_ 

1-1/8" 

X 

1/8’ 

I 

P 

74  4 

_ 

1-1/8" 

X 

1/4- 

I 

P 

74  6 

_ 

1  -  1  /  4  ’ 

X 

1/8* 

I 

P 

74  8 

_ 

1- 1/4 " 

X 

1/4  * 

I 

P 

750 

_ 

1-3/8" 

X 

1/8- 

I 

P 

75  2 

_ 

1-3/8" 

X 

1/4" 

I 

P 

75  4 

_ 

1- 1/2" 

X 

1/8" 

I 

P 

75  6 

- 

1-1/2" 

X 

1/4" 

I 

P 

SLIP  RINGS 

MADE  OF  BRASS 


CHECK  RINGS 


BEADED 

1-1/8"  Seat  By  l/8"  I  P  SI  ip 
No.  779  -  Brass  Plated 
No.  780  -  Nipkel  Plated 


FLAT  -  MADE  OF  BRASS 

NO.  SEATING  SLIP 

509  -  5/8'  x  1/8"  I  P 

511  -  5/8"  x  1/4"  I  P 

510  -  3/4"  x  1/8"  I  P 

512  -  3/4"  x  1/4"  I  P 

715  -  7/8"  x  1/8"  I  P 

716  -  7/8"  x  1/4’  I  P 


THREADED  RINGS  UNO  TYPE 


STAMPED  BRASS 
For  Brass  Shell  Sockets 
No.  257  -  Brass 


TURNED  BRASS 
No.  801 

To  hold  Brass  Socket  in 
Beam  Light  or  holder. 


NO. 

SLIP 

7  62  - 

3/8" 

7  63  - 

1/2" 

5  07  - 

5/8" 

5  0  8  - 

3/4" 

764 

7/8" 

1125  - 

1  " 

STAMPED  BRASS 

No.  720-To  hold  brass  shell  socket 
in  beam  light. 
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BRASS  HEXAGON  LOCKNUTS 


No.  499  -  6/32"  Thread 
No.  601  -  8/32"  Thread 


No.  497  -  1/8"  Thread 


No.  704  -  6/16"  Thread 


HEAVY 

No.  703  -  1/8“  Thread 


BRASS  ROUND  LOCKNUTS 


PLAIN 

No.  705  -  1/8"  Thread 


KNURLED 

No.  706  -  1/8"  Thread 


KNURLED 

No.  707  -  1/4"  Thread 


KNURLED 

No.  1117  -  3/8"  Thread 


STEEL  WASHERS 

Q  LOCK-TIGHT  o 

No.  782  -  Slips  No.  783  -  Slips 

over  6/32"  Screw  over  8/32"  Screw 

O 

No.  1119  -  Slips  No.  1120  -  Slips 

over  4/27"  Screw  over  5/16"  I  P 


LOCK- TIGHT 


No.  710  -  Slips  over  1/8 "I  P  No.  784  -  Slips  over  1/4 " I  P 


LOCK  M  h|  tight 

XuJ? 

No.  785  -  Slips  over  3/8*  I  P 


IRON  HEXAGON  LOCKNUTS 


No.  498  -  6/32’  Thread 

No.  500  -  8/32"  Thread 

No.  1118  -  4/27"  Thread 


No.  388  -  1/4"  Thread 


No.  233  -  1/8"  Thread 


389  -  3/8’  Thread 


REGULAR  TYPE 

No. 

919  - 

6/32" 

Hole 

No. 

920  - 

8/32" 

Hole 

Nc, 

391  - 

1/8" 

Hole 

SPLIT  TYPE 
No.  502  -  1/8’  Hole 


SPECIAL  TYPE 

No.  708  -  Heavy  Steel 
1"  Wide  x  1/8’  Hole 

No.  987  -  Light  Steel 
1"  Wide  x  1/8"  Hole 


ROUND  IRON  LOCKNUT 


OVER  SIZED  FOR  KNOCKOUTS 


No.  390  -  3/8"  Thread 


No.  921  -  1/8"  Thread 
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SCREWS 


SWITCH  PLATE  SWITCH  PLATE 

FOR  BRASS  PLATES  FOR  MIRROR  PLATES 

6/32"  Thread  -  Brass  Plated  6/32”  Thread  -  Nickel  Plated 
No.  396-  Thread  Length  3/8"  No.  397  -  Thread  Length  1/2’ 

SWITCH  PLATE 
FCR  BAKELITE  PLATES 


FOR  CANOPIES 
8/32"  Thread 
Thread  Length  1/4" 
No.  395  -  Brass  Plated 
No.  860  -  Nickel  Plated 


BALL  HEAD 
3/32"  Thread 


Diameter  of  Head  3/8" 
Thread  Length  13/32" 
No.  793  -  Brass 


6/32’  Thread  -  Bronze  Plated 
No.  521  -  Thread  Length  1/2’ 


TURNED  THUNB 
SOLID  BRASS 
8/32’  Thread 

Diameter  of  Head  -  13/32' 

No.  790-Thread  Length  1/2 
No.  791-Thread  Length  5/8 
No.  792-Thread  Length  3/4 


KNURLED 

FOR  SHADE  HOLDERS 
5/40"  Thread 

Thread  Length  1/2’ 
No.  394-Brass  Plated 


KNURLED  HEAD 
FOR  SOCKET  COVERS 
6/32"  Thread 
Thread  Length  1/2" 

No.  392  -  Brass  Plated 
No.  861  -  Nickel  Plated 


FLAT  HEAD  FOR 
BRACKET  BARS 

6/32*  Thread  -  Brass  Plated 

NO.  THRD  LGTH 
619  -  1/2" 

393  -  3/4" 

517  -  1  " 

518  -  1 K" 

519  -  IK’ 

520  -  2  ’ 


ROUND  HEAD  FOR  CROSS  BARS 
8/32’  THREAD 


Brass 

Plated 

Nicke  1 

Plated 

NO.  THRD  LGTH 

NO.  THRD  LGTH 

617  - 

1/4" 

865  - 

1/4’ 

618  - 

3/8’ 

866  - 

3/8’ 

398  - 

1/2* 

867  - 

1/2" 

1121  - 

5/8’ 

1122  - 

5/8" 

399  - 

3/4’ 

868  - 

3/4" 

4  00  - 

1  ’ 

869  - 

1  ’ 

401  - 

870  - 

ltf* 

402  - 

IK’ 

871  - 

IK* 

4  03  - 

2  ’ 

872  - 

2  " 

KNURLED  HEAD  FOR 
SHADE  HOLDERS 
8/32"  THREAD 


Brass 

Plated 

Nicke  1 

Plated 

NO.  THRD  LGTH 

NO.  THRD  LGTH 

1123  - 

3/8" 

1124  - 

3/8" 

620  - 

1/2- 

862  - 

1/2' 

621  - 

5/8" 

863  - 

5/8’ 

622  - 

3/4’ 

864  - 

3/4’ 

ELECTRICAL  ATTACHMENT 


ARM  FLANGE 


MADE  OF  BRASS 
No.  238  -  1/8"  M 


Holes  on  sides  for  screws 
will  slip  over  6/32"  or  8/32’  thread. 

MADE  OF  BRASS 

No.  1070  -  1/8"  F. 

No.  1071  -  5/16"  F. 
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CROSS  BARS 


HICKEYS 


E-Z  ADJUSTABLE 

No.  250  -  Slips  over  3/8"  Nipple 


OPEN  MALLEABLE  IRON 


231  - 

376  - 

377  - 

378  - 

379  - 

380  - 
693  - 
718  - 

381  - 
480  - 


1/8’F  x  1/8’F 
1/4"F  x  1/8"F 
1/4*F  x  1/4 "F 
3/8"F  x  1/8"F 
3/8"F  x  1/4  "F 
3/8"F  x  3/8’F 
l/2"F  x  1/8’F 
1/2’F  i  1/4"F 
1/2’F  x  3/8'F 
1/2"F  x  l/2"F  FEMME  X  FEMALE 


BLIND  MALLEABLE  IRON 

234  -  3/8’F  x  1/8"F 

383  -  3/8"F  x  1/4"F 

384  -  3/8’F  x  3/8’F 
719  -  1/2’F  x  1/8’F 
386  -  1/2’F  x  1/4’F 

385  -  1/2’F  x  3/8’F 
481  -  1/2’F  x  1/2’F 


OPEN  MALLEABLE  IRON 
MALE  X  FEMME 


440  -  3/8 ’M  x  1/8’F 

441  -  3/8’M  x  1/4’F 

442  -  3/8’M  x  3/8’F 


Large  Friction  Adjustment  Eliminates  Screws 
Slips  over  3/8’  Nipple 

No.  926  -  Adjusted  from  6-3/8"  to  8-3/8" 


BRACKET  BARS 


No.  485  -  4/27"  Female  Thread 
No.  248  -  1/8  ’  Female  Thread 
No.  1129-  1/8  ’  Female  Thread  Cadmium  Plated 


OPEN  BRASS 

232  -  1/8’F  x  1/8’F 
387  -  1/4’F  x  1/8’F 


STAfvFED  STEEL  FIXTURE  HICKEY 

No.  487  -  1/8’F  x  1/8’F 
No.  488  -  1/4’F  x  1/8’F 


COVBINATION  HOOK  BAR 

No.  243  -  Has  3/8’  Female  Thread  and  1/8’ 
Female  Thread:  also  a  hook  to  take  a 
French  Bracket  Strap. 


294-296  BOWERY.  NEW  Y  C  R  K 


PRODUCTS 


YORKVILLC  KEJH 


TAFERED  SEAMLESS 


PLAIN  SEAMLESS 


NO. 

LENGTH 

FINISH 

NO. 

LENGTH 

FINISH 

1131  - 

3* 

White 

623 

- 

4" 

Cream 

1132  - 
907  - 

3* 

4* 

Cream 

White 

CANDELABRA 

624 

625 

4" 

5" 

White 

Cream 

908  - 

4* 

Cream 

Siie  3/4"  Inside  x  7/8"  Outside 

626 

_ 

5" 

White 

909  - 

5* 

White 

627 

_ 

6" 

Cream 

910  - 

5* 

Cream 

628 

- 

6" 

White 

629 

- 

8" 

Cream 

630 

_ 

8" 

White 

631 

_ 

10’ 

Cream 

632 

- 

10" 

White 

633 

- 

12" 

Cream 

634 

- 

12" 

White 

CANDLES 


DRIP  SEAMCD 
IVORY  FINISH 


NO. 

356 

370 

449 

450 

451 

664 

665 


FINISH 

Cream 

Ivory 

White 

White 

Cream 

Ivory 

White 

Cream 

Ivory 


Size  7/8"  Inside  x  1*  Outside 


TAreRED  SEAMLESS 


PLAIN  SEAMLESS 


NO. 

LENGTH 

FINISH 

NO.  LENGTH 

FINISH 

911  - 

4’ 

Wh  ite 

644  -  4" 

White 

912  - 

4’ 

Cream 

645  -  4" 

Cream 

913  - 

5” 

White 

646  -  5’ 

White 

914  - 

5" 

Cream 

647  -  5" 

648  -  6" 

649  -  6" 

Cream 

White 

Cream 

B 

0  w 

E  R  Y  . 

IV  E  W  Y 

O  R 

YORKVILLE  n:ir~n  PRODUCTS 


TAPERED  SEAMLESS  PLAIN  SEAMLESS 


NO. 

LENGTH 

FINISH 

NO. 

LENGTH 

FINISH 

915  - 

4" 

White 

650 

_ 

3” 

White 

916  - 

917  - 

4* 

5* 

Cream 

White 

STANDARD 

651 

652 

3’ 

4” 

Cream 

White 

918  - 

5' 

Cream 

EDISON  BASE 

653 

4’ 

Cream 

654 

- 

5” 

White 

Size: 

1-1/4”  Inside  x  1-5/16”  Outside 

655 

656 

5” 

6’ 

Cream 

White 

657 

- 

6’ 

Cream 

668 

- 

8” 

White 

659 

_ 

8" 

Cream 

660 

- 

10” 

White 

661 

_ 

10” 

Cream 

662 

_ 

12” 

White 

663 

- 

12” 

Cream 

CANDLES 


31 


DRIP-SEANED 
IVORY  FINISH 


PLAIN  SEAMED 


NO. 

345 

641 

346 

347 

348 

452 

453 

642 

643 


LENGTH 

2K* 

3  ’ 


LENGTH 


349 


350 


351 


352 


353 


354 


454 


455 


456 


FINISH 

Ivory 

Cream 

White 

White 

Cream 

Ivory 

Cream 

White 

Ivory 


NO. 

1133  - 

1134  - 

1135  - 

1136  - 

1137  - 

1138  - 

1139  - 


LENGTH 

4" 

5’ 

6" 

8* 

4’ 

5* 

6” 


FINISH 

Antique  Ivory 

•  • 

m  " 

White 


STANDARD 


EDISON 


BASE 


5/16 


Out 


NARROW 


EDISON 


BASE 


1/8 


ide 


as 


3/16 


ide 


Out 


This  type  candle  fits  on 
socket  without  fibre  slip 


PLAIN  SEAMLESS 


NO. 

635 

636 

637 

638 

639 

640 

891 

892 


LENGTH 

3” 

3' 

4* 

4" 

5* 

5’ 

6" 

6" 


FINISH 

White 

Cream 

White 

Cream 

White 

Cream 

White 

Cream 


DRIP  SEAMLESS 


2 


BOWERY. 


NEW  YORK.  N. 


YORKVILLE  rmiiM'M  PRODUCTS 


OUTLET  BOX  PLATES 


CANOPIES 


5"  WIDE  -  STEEL 

No.  237  -  Sprayed  Brass 
No.  1169-  Brush  Brass 
No.  723  -  White  Enamel 
No.  724  -  Ivory 


5 

"  X 

4"  BELL 

SHAPE 

SLIP  RING 

FINISH 

No. 

311 

-  5/8* 

Brush  Brass 

No. 

840 

-  5/8* 

Browntone 

No. 

841 

-  3/4* 

Brush  Brass 

No. 

842 

-  3/4* 

Br«vntone 

No. 

973 

-  7/8* 

Brush  Brass 

No. 

974 

-  7/8’ 

Stat.  Bronze 

5’  WIDE  -  BRASS 


No.  3  07 
No.  548 
No.  549 
No.  550 
No.  551 


Brush  Brass 
White  Enamel 
Ivory 

Stat.  Bronze 
Chr  ome 


NOTE:  The  7/8*  Slip  Ring  Canopy 
slips  over  l/2*  Iron  Pipe 


DEEP  FLANGE  WITH  KNOCK-OUT 

NO. 

SLIP  RING 

FINISH 

758 

-  5/8" 

Brush  Brass 

759 

-  5/8* 

Stat.  Bronze 

927 

-  5/8* 

Browntone 

975 

-  5/8" 

Chr  ome 

6’  WIDE  -  BRASS 

760 

-  3/4* 

Brush  Brass 

761 

-  3/4* 

Stat.  Bronze 

556  - 

Brush  Brass 

928 

-  3/4* 

Browntone 

923  - 

White  Enamel 

976 

-  3/4" 

Chrome 

SHALLOW  CORRUGATED 

SUNKEN  NIPPLE 

Made  of 

Bras  s 

No. 

313  - 

Brush  Brass 

NO.  WIDTH 

FINISH 

No. 

844  - 

Br  ownt  one 

309  -  4’ 

Brush  Brass 

No. 

977  - 

Chr  ome 

970  -  4* 

Chr  ome 

310  -  5* 

Brush  Brass 

971  -  5’ 

Chr  ome 

5*  WIDE  -  2"  DEEP 
Made  of  Brass 

No.  308  -  Brush  Brass 
No.  671  -  White  Enamel 
No.  972  -  Chrome 


DROP  CORD 

With  Brass  Bushing 

No.  443  -  Brush  Brass 
No.  843  -  Browntone 


2  9  4  -  2  9  6 


O  W  C  R  Y 


NEW  YORK,  N. 
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